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Niagara's water slides softly and quickly 
over the edge, in an arc well beyond the 
rocky cliff, and rises in spray from the rocks 
160 feet below. The undercutting by the 
spray, together with the destructive action of 
frost and ice, causes the frequent breakdown 
of the cliff and the movement upstream of the 
Falls, an average of three feet each year. 
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